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FOREIGN BROADCAST INFORMATION SERVICE 
P. O. Box 2604 
Washington, D. C. 20013 


MHQ-5094 

12 August 1985 


Hong Kong Bureau, FBIS 


Dear Sam: 


I am pleased to hear from 


that your operation 


turned out successfully and that you are on the road to recovery. 


I hope all goes well on your return to health. Good luck and 
good health for the future. 


STAT 


STAT 


Best regards, 


STAT 


Director 


cc: Chief, Hong Kong Bureau 


STAT 
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